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President Biden stated he will “make sure we invest closer to 2%” of U.S. GDP in federal research 
spending in science and technology. This is a bold vision contrasted against the stark reality that 
we as a nation have become complacent while other nations increase their research intensity. We 
know China is planning annual increases of 7% for R&D and more than 10% for basic research. 
The American Jobs Plan released yesterday is a good first step toward a down payment for that 
vision. AAAS looks forward to working with the Administration and Congress to advance the 
conversation on how to make the investments we need. 


— Sudip Parikh, chief executive officer, American Association for the Advancement of Science 
(AAAS) 
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The American Association for the Advancement of Science (AAAS) is the world’s largest general 
scientific society and publisher of the journal Science, as well as Science Translational Medicine; 
Science Signaling; a digital, open-access journal, Science Advances; Science Immunology; and 
Science Robotics. AAAS was founded in 1848 and includes nearly 250 affiliated societies and 
academies of science, serving 10 million individuals. Science has the largest paid circulation of 
any peer-reviewed general science journal in the world. The nonprofit AAAS is open to all and 
fulfills its mission to “advance science and serve society” through initiatives in science policy, 
international programs, science education, public engagement, and more. For additional 
information about AAAS, see www.aaas.org. 
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